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THIS IS UNEVALUATED INFORMATION 


i. The “Iskra" factory (Heinzelova ulica, 33, Zagreb), Which was coaplotely 
reorganized at the beginning of 1949, has installed a new plant for the 
menufaccure of sulphuric acid in connection with the Yugoslav erms industry. 
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